BLACK e iE RsTER, Inc. 


445 Watertown Street, Newton 58, Mass. Blgelow 4-6370 


PRICES: FOB NEWTON, MASSACHUSETTS 


Effective: June 1, 1956 


Price 


230V- 
440V 


$142.00 [ELECTROPUNCH 
147.00 J|JELECTROPUNCH 
169.00 JELECTROPUNCH 


ELECTROPUNCH 
ELECTROPUNCH 
ELECTROPUNCH 


ELECTROSTAKE 
ELECTROSTAKE 
ELECTROSTAKE 


ELECTROPUNCH, JR. 
ELECTROPUNCH, JR. 
ELECTROPUNCH, JR. 


ELECTROPUNCH 
Complet’ 

ELECTROPUNCHE 

less frame 


Cc $341.00 | $371. 00; ELECTROPRESS 
Complete 
ELECTROPRESS 
less base, pillars 


& spacers 


Cc 259.00 289. 00 


ACCESSORIES 


SINGLE STROKE CONTROL 
For Electropress, order Model SS-2 

AUTOMATIC REPEATING CONTROL 

IMPACT CONTROL (VARIAC) 

FOOT SWITCH, with cord 

SAFETY SWITCH, except Model C 

SAFETY SWITCH, for Model C 

HEIGHT ADJUSTMENT 

BOLSTER PLATE 

TOOL BLANKS, SET, for Electrostake onl 

COLUMN, EXTRA-LENGTH, 18" 

SAFETY SHIELD MOUNTING KIT 


ELECTROTABLE 


$529. 00 
546. 00 
584. 00 


$544. 00 
561. 00 
599. 00 


Counter-clockwise rotation, 6-Station 
Counter-clockwise rotation, 8-Station 
Counter-clockwise rotation, 12-Station 


Clockwise rotation, 6-Station $540.00 | $555.00 


Clockwise rotation, 8-Station 557.00 572. 00 
Clockwise rotation, 12-Station 595.00 610. 00 
Head Assembly for above Electrotable $114. 00 
Head Assembly for above Electrotable 119. 00 


Head Assembly for above Electrotable 141. 00 


Printed in U.S.A. Form 59 


